ETag: "94918958b7cb63d0e3ddedac34db713b"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 486
content-type: application/x-www-form-urlencoded
host: ia311525.us.archive.org:82
user-agent: Python-urllib/2.5
x-archive-meta-case-name: Autio v. Owens-Corning Fiberg
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ctd
x-archive-meta-date-case-filed: 1982-11-16
x-archive-meta-date-case-terminated: 1989-12-28
x-archive-meta-docket-num: 2:82-cv-01090
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-neverindex: true
x-archive-meta-noindex: true
x-archive-meta-pacer-case-num: 221
x-archive-queue-derive: 0
x-upload-date: 2010-01-19T04:37:27.000Z
